PART 1) 


HARYANA GOVT GAZ ., DEC . 18 , 1979 (AGHN . 27 , 1901 SAKA ) 


1931 


public 


No. 11668 /IC - III.- Whereas the Governor of Haryana is satisfied that the land specified below 
is needed urgently by the Government at public expense , for 

purpose i. e . for constructing 
Ujina Diversion Drain from RD 0 to 24928 outfalling into Gaunchi Main Drain at RD 15160 right in 
villages Bhiduki, Banswa and Khirbi, tehsil Palwal, district Faridabad for which a notification has been 
Issued under section 4 and published , -vide Haryana Government, Trrigation and Power Department 
notification No. 11665 /LC -III dated 23rd November , 1979 in Haryana Government Gazette , Part 1, it is 
hereby declared that the land described in the specification below is required urgently for the above 


purpose . To 


This declaration is made under the provisions of section 6 of the land Acquisition Act, 1894 
for information to a l whom it may concern . 

And whereas th : Gyernor of Haryana is further of the opinion that the purpose for which 
the land required is of an urg :at imyy131 within th : m :aning of clause (c ) of sub -section (2 ) of 
section 17 of the said Act . " 


Therefor :, it is hereby directed unler sub -section ( 1) of section 17 of the sald Act that the 
provisions of section S - A of the said Act shall not apply in regard to this Acquisition . 

** Plans of the land may be inspected in the office of the Land Acquisition Collector , Public 
Works Department, Irrigation Branch , Karnal, 


SPECIFICATION 


District 


Tehsil 


Village 


Area in 
acres 


Boundary 


Strips of land varying in lengths and 
widths comprising Full/ Part field 

Numbers given as under : 
Rectangle 

Field No. 
Number 


Faridabad 


Palwal 


3.64 


88 


24 


24 


Bhiduki 
(H.B. No. 99 ) 


and 


2/1 


1/1 
20 


144 


148 


24 


24 


and 


1 


2 


172 


13 
425 , 314 , 291, 293 , 455 , 
318 , 294 , 352 , 479 and 480 


Faridabah 


Palwal 


2.13 


Banswa 
(H.B. No. 98 ) 


52 
84 


1 , 2 and 3 
7 


53 


23 


Faridabad 


Palwal 


0.60 


Khirbi 
(H.B. No. 97) 


.. 


94 


Total 


6.37 


By order of the Governor of Haryana . 


Dr. G. P. MALHOTRA ) , 


Superintending Engineer , 
Ujina Diversion Drain Circle- 1 , 

632 , Sector 16 - A , Faridabad . 


